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Digital VAX™ Systems 


Performance-proven technology 


Reliability. Predictability. Scalability. High availability. 
These are the reasons why hundreds of thousands 
of businesses worldwide have entrusted their 
mission-critical applications to Digital VAX systems. 
DIGITAL has added new VAX systems to its low-end 
desktop and rackmount lines to dramatically lower 
cost of ownership and increase 
flexibility while still maintaining 
OpenVMS™ compatibility. 


Benefits 


1 figh - a vailabi lily features 
minimize downtime and 
maxi mize p roducLiv i Ly. 

■ 

New memory and storage 
capabilities enable you to 
meet your expanding business 
requirements. 

* 

Standard SIM M memory and 
3-year warranty drive down 
cost of Ownership, 


hn p ressive pri c e/p erfb rma n ce 
to help yon meet today’s 

business challenges. 

* 

Scalability to provide flexibility 
as your business grows. 

• 

Compatible with previous- 
generation VAX/Open VMS 
systems and an easy upgrade 
to DIGITAL Alpha™ 
























Compatibility 


Keeping pace with technology 


Each Di Git ^ l VA X svstem 
provides access to the latest 
Lechoologies and approaches 
in such areas as memory and 
storage* Each offers new, 
smaller packaging and 
rackmoiintable <onfigiirations 
across the product line. Today’s 
VAX systems run the latest 
version of Open VMS VAX. 

And they provide backward 
compatibility to version 5,5-2 H4 
to protect all your software 
investments, PEL'S an easy 
1 1 pgr# d e to AlphaS ewe r" 
systems to ensure a smooth 
evolution of capabilities Lo 
meet your business needs. 

The Digital VAX system family 
continues to be one of the 
most viable, safest, and most 
co s t~ effee ti v e i j i forma d o n 
techn ol o gy purch a se s. w i th 
performance tliat has been 
proven to deliver results in 
over 20 years of operation 
in every corner of die world 
and in Lhe full range of 
b u siness enviro nni enIs. 


This combination of up-to-date 
capabilities, well-documented 
operational excellence, and 
strong customer trust makes 
the VAX system a unique 


product with exceptional value. 



Building on the architecture 


We know better than lo tinker 
with the basic formula that 
makes VAX architecture the 
choice for almost 20 years. 

So you’ll recognize all of the 
traditional VAX features and 
cap abilities, i ncl n d i n g: 


applications. Open VMS 
continues to safeguard your 
investment by supporting 
these new systems on 
Open VMS v5.5-2H4 through 
the current version. 

Solid performance - All VAX 
systems are built oil proven 
CISC microprocessors. They 
feature high-speed I/O 
sub sy s l em s and the l ates I i n 
memory and storage to meet 
the needs of a wide variety 
of applications - from mission- 
critical to day-to-day business - 


DIGITAL OpenVMS VAX- 
No other operating system can 
equal its data integrity r and 
security. No mainframe or 
departmental system can 
match its scalability and high 
availability. And because 
it complies with industry 
standards, like those from 
X/Open™, you can choose 
from thousands of OpenVMS 


mo re p red i c r a b 1 v a n d effect i v e i y 
than other technologies. 

High avcdlahilUy - Witii 
built-in features that ensure 
data i n tegri ty, s ecu i ri ty. 
reliability, and availability, 
the VAX system keeps your 
b u sin es s- cri tica 1 appli cat! on s 
running around ihe clock. 

0 p tional unin term p tible 
power supplies are available 
to maintain high availability 
and prevent data loss when 
power-related problems occur. 


Scalability- You can easily 
expand the capabilities of 
your VAX system through 
networking and clustering, 
as well as through symmetric 
multiprocessing (SMP) on the 
VAX 7000 models. And should 
app 1 1 cation p e rfo rm a n ce re a eh 
its limits, remember that 
OpenVMS is functionally 
compati ble on both VAX and 
Alpha platforms. In addition, 
this operating system provides 
the same user environment, 
programm er e n v i r o n men t, 
security services, system 
management environment, 
standards compliance, and 
system integrated products 
on botii platforms. DIGITAL 
offers tiie Advantage Upgrade 
Program that will help you 
easily upgrade your system 
application from VAX Lo 
Alpha systems. 



Reliab ility 

“The introduction of these new V4X systems will reassure 
the owners o/ more than a quarter million VAX systems that 
their investments are protected, and that the VAX platform 
will remain viable beyond the year 2000.” 


Terry C. Shannon , 

Publisher of “Shannon Knows DEC 1 
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VAXstation 4000 
Model 96 
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Micro VAX 3100 
Model 8S 

no tps/ie vups 


MicroVAX 3100 
Model 98 
2001ps/38 VUPS 


VAX 4000 
Model 108 

21S tps/38 VUPS 


Datacenter 



VAX 7000 
Model 800 

37S179S tps 
60280 VUPS 


Digital VAX Systems - A Complete Family of Proven Products 


Making it better 


But even the best can be 
sustained with new features 
and additional capabilities- 
That's exactly what we’ve 
done with die Digital VAX 
family. We’ve introduced new 
VAX models that incorporate; 

NEW memory capacities - 
Up to 512 MB is now available 
(MicroVAX 3100 models 88/08 
and VAX 4000 model 108). 

Even better, new VAX models 
use low-cost, standard SIMM 
memory to deliver memory 
capacity previously available 
only on higher-end VAX sys¬ 
tems at a fraction of the cost 

NEW storage capacity - Latest 
SCSI technology with space 
for 6 internal SCSI devices 
(MicroVAX 3100 models 88/08 
and VAX 4000 model 108) 
provides lots of room to store 
and grow. 

NEW packaging - Models 
available in minitower or 
desktop orientation with 50% 
smaller footprint than previous 
desktop servers. 


NEW rackmount option - 
available for all minitower 
mod el s* Prov i d es fl ex i b i I i ty 
and efficiency, allowing you 
to pack enormous compute 
power and storage capacity in 
a single enclosure. Customized 
rackmount configuration area 
available through Computer 
Special Systems (CSS). 

NEW expanded warranty- 
3-year coverage on MicroVAX 
3100 and VAX 4000 models 
ensures responsive service 
and lowers cost of ownership. 


An unbeatable family 


Whether you're in the market 
for workgroup technology 
or enterprise-wide systems, 


there's a Digital VAX system 
with the performance youTe 
looking for - and the technology 
to help you Lake your business 
inLo the 21st century* 


Unbeatable support 


DIGITAL is THE recognized 
worldwide leader in multi- 
vendor services. That means 
you can count on expert and 
responsive support for your 
Digital VAX system, Open VMS 
software, AND your entire 
IT environment We stand 
by you with a full range of 
system management, training, 
administration, recovery, and 
supplemental support services 


designed Lo keep your environ¬ 
ment operating at its best from 
day one and for many years 
down the road. 


Your best course of action 


For additional information 
on die Digital VAX family 
of systems, visit our VAX 
systems home page at: 
w ww, digit a L comfinfofvax. 

Yon can also contact your local 
DIGITAL sales office or an 
authorized DIGITAL Business 
Partner. For information by 
fax, call: 800-DIGITAL (via a 
touch-tone phone in the U*S* 
and Canada), or 908-8S5-(i426 
from other countries* 


High Availability 


“VMS clustering was given a ‘trial-by-fire ’ - and it 
worked! Today, Digital VMS Clusters are the only 
solution for realtime, long distance back-up.” 


Patrick Hummel on DIGITAL VAX 7000 systems solu tion 
/. E Director .; Capital Markets Division 
Credit Lyonnais, Paris, France 







































































































System 

VAX station 4000 

Model 96 Workstation 

MieroVAX 3100 

Models S3, 98 

Departmental 

VAX 4000 

Model 108 Departmental 

VAX 7000 

Model SOO Datacenter 

Performance 

45 SPECmark89* 

Model 88: 1 10 tps/16 VUf'S 
Model 98: 200 Lps/38 VI PS 

215 tps/58 VUPS 

Model 810: 375 tps/60 VI IPS 
Model 860: 1795 Lps/280 VLiPS 

Number of Processors 

1 

1 

1 

Up to 6 

CPU dock speed 

100 MHz 

Model 88: 62.5 MHz 

Model 98: 100 MHz 

100 MHz 

170.9 MHz/pro cessor 

Cache size 

(on chip/on board) 

2 KB/256 KB 

Model 88: 10 KB/128 KB 
Model 98: 10 KB/512 KB 

10 KB/512 KB 

10 KB/4 MB per processor 

In-cabinet CPU upgrade 


Model 88 upgrades 
to Model 98 


To BMP VAX CPUs; 
in-cahi net ( Z 1 y U upgrade to 


VAX 7000 Model 800 and 
A ip ha Sen er 81-00 s\ stems 


I/O features 

Max. memory capacity 

128 MB 

Model 88: 512 MB 

Model 98: 512 MB 

512 MB 

3.5 GB 

Max, disk capacity 
(in cabin el/total) 

10.5 GB/14.7 GB 

Models 88 and 98: 

19.2 GB/335.4 GB 

19.2 GB/335.4 GB 

42 GB/Over 10 TB 

Max. L/O bandwidth 

10 MB/s 

12.3 MB/s 

12.3 MB/s 

400 MB/s 

I/O support 

SCSI, Ethernet, l -slot 

2 SCSI, Ethernet 

1 SCSI, 2 DSS1, 

4 XMI, 10 CL 


TURBOchannel, FDD! 


Ethernet, Q bus, 

24 DSS1, 8 FDDI, 




FDD! 

16 Ethernet, 12 SD1, 





6 VAXBI, 8 VME 

High -a va Ua b 1 1 i ty tea L tt res 

Open VMS Clusters 

Ethernet, FDDI 

Ethernet 

Ethernet, DSS1, FDDI 

Ethernet, DSSI, Cl, FDDI 

Supported features 

Disk shadowing 

Disk shadowing, UPS 

Disk shadowing, UPS 

Disk shadowing, 


N+l redundant 
power system, 
integrated UPS and 
power conditinning 


Software Features 

Operating System 

Open VMS 

OpenVMS 

OpenVMS 

OpenVMS 

Network Support 

NAS 200 

NAS 200 

NAS 200 

NAS 200 

Warranty 

5-year, on-site, with 

3-year, on-site, with 

5-year, on-site, with 

1 -year, on-site, with 


24-hour response time 

24-hour response time 

24-h ou r respo n s e ti in e 

24-hour response time 

Enclosure type 

Desktop 

Mini tower/r ackmoun t 

Mi mtower/rackmount 

Cabinet/rackmou n l 


DIGITAL believes the information 
in this publication is accurate as of 
its publication date; such information 
is subject to Change without notice. 
DIGITAL is not responsible for any 
inadvertent errors. 

DIGITAL conducts Its business 
in a manner that conserves the 
environment and protects the 
safety' and health ol its employees, 
customers, and the community. 

Alpha. AlphaServer, DIGITAL, 
the DIGITAL logo. Open VMS, and 
VAX are trademarks of Digital 
Equipment Corporation. 

SPECmarkSQ is a registered trademark 
of the Standard Performance 
Evaluation Corporation, 


Printed in LLS.A, EG-ITTiQ-iO ltd,# 05 2720.(1 Cupyiighi 1907 L%ilaJ Equipment Carpomti&n. All IVighis Reserved. 






































